ESOTERIX 


COAG ULATION 


3177 S. Parker Rd. 
Aurora, CO 80014 
800-288-6222 
303-399-3336 
Fax 303-399-3338 


Directions from Denver International Airport; 

♦♦♦ Take Pena Blvd. out of Denver International Airport to 1-70 W^ st 
(approx. 4.4 miles) 

❖ Take 1-70 West to 1-225 Sout h (approx. 2.2 miles) __ 

❖ Take 1-225 to the Parker Road (Hwy. 83) Exit (approx. 8.4 miles). ' ■&-, 

♦> Turn righ t on Parker Road from 1-225. 

❖ Go to the first traffic light, which is Peoria. 

❖ Turn left at Peoria, toward South 1-225. There is a two lane turn lane, turn from the right 

hand lane as you will make an immediate right into our new driveway. 

❖ Once on Peoria turn right into the cul-de-sac, which is our new driveway. 

*t* Construction in the area changes the layout weekly. 

♦♦♦ Once on the cul-de-sac, pull around to the left of the 3 story brick building to our parking 
lot. The cul-de-sac is on the north side of our building, the entrance is on the south side. 

Reception is on the second floor across from the elevator. Call if you have any trouble at 
all. 303-563-8817. Or the main number above. 
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